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and feet, etc." However, the scenery of the pantomime, which came by water from London, arrived in due course ; Mr. Digges and Mrs. Ward, the originals of Douglas and Lady Randolph, appeared in Mr. Hume's new tragedy; and the managers continued to struggle against their ill fate and the opposition at Crow Street.
Mrs. Fitzhenry now agreed with the new managers, and this was the final blow to the old managers7 hopes. They did indeed make some money out of their benefit nights, but the tide was against them, and the new theatre, if it had done very little for itself, effectually ruined the old houses. In March, 1759, Victor began to renew his correspondence with Macklin, about his coming over with his daughter, but nothing came of it. This last disappointment compelled the managers to close the season; and on April 20 Sheridan and Victor dissolved their company. The actors, headed by Digges, strove in vain to carry on the theatre by themselves, but gave up the attempt after a few unsuccessful performances. As for Victor, he returned to England, after fourteen years' experience of the sweets and bitters of a managerial life, fairly driven from, the field by the new management.
Barry and Woodward had now only one rival to dread, namely, Henry Mossop ; and for fear he should start in opposition to them, they engaged him for the season 1759-60, at a considerable salary. The name of Henry Mossop is scarcely so well remembered as it deserves to be, seeing that he was at this time, in popular estimation, the rival of Garrick, playing, under his management, such parts as Richard, Zanga, and Horatio in the Fair Penitent^ regularly, and on occasions, Macbeth, Wolsey, and Othello. Perhaps never in England has there been a time when the stage was so wealthy in tragedians of the first rank, and never was any theatre outside London
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